




B-IOOOB NEWPORT— VOGUE 
Left Hand Corner 
B-1005B Riftht Hand Corner 
Sizes: 5', and 53^' 

For Blank Tub, less Overflow drillin)^ specify: 
B-1002 Left Hand Corner 
B-1007 Right Hand Corner 




B-1022F NEWPORT— VOGUE 



Left Hand Outlet 

Less Overflow drilling — for standing waste 
B-1027 Right Hand Outlet 
Sizes: 5% and 6' 

For Overflow drilling specify: 

B-1020 Left Hand Outlet 
B-1025 Right Hand Outlet 




B-1225A ALBANY, Right Hand Outlet 
B- 1220 A Left Hand Outlet 
Sizes: 5 ' and 5H' 




B-1270A TRITON 
Reversible For Tiling-in 
Sizes: 4>^', 5' and 




B-1306M LINCOLN, 30 ' Wide 
Sizes: 4', 4^', 5', 5H' and 6' 



Distinctive Eljer Baths 



NEWPORT- VOGUE TUBS 
Enameled Exterior 

The Newport-Vogue Tubs are in the 
Modern Mode and represent the latest in 
the new straight line designs. 

They have proven extremely popular and 
the clean cut angular lines harmonize with 
the other fixtures in the bathroom, making a 
complete and pleasing ensemble. 




B-1015K NEWPORT-VOGUE 
Right Hand Corner 
B-lOlOK Left Hand (Corner 
Sizes: 5' and 



THE ALCOVE TUB 

The Alcove Tub shown at the right will 
provide an extra bath in a very limited space. 
Ideal for use with Shower. 



ALBANY SINGLE SHELL TUBS 




B-1092B ALCOVE 
Overflow on Right Hand Wall 
B-1090B Overflow on Left Hand Wall 
Size: Length of Front 29" 

Depth of Recess 4' 




The Albany is a Single Shell Tub with 
painted exterior. 

It provides a built-in tub for the cheaper 
apartment or for the secondary or maid’s bath. 







TRITON REVERSIBLE TUB 



The Triton may be set in a recess, corner 
or free standing. Exposed sides to be enclosed 
with tile, marble or Carrarra Glass. 



B-120.SA ALBANY, Right Hand Corner 
B- 1200 A Left Hand Corner 
Sizes: 5' and 5^' 



-I 




B-1310B VIENNA 




B-1301M BEDFORD, 30" wide 
Sizes: 4H'» 5' and 53^' 




NEW MODERNISTIC DELUXE TUB 
Special Features 

Wide flat bottom — Flat bevelled rim. In- 
dented Soap Dishes — Modernistic feet. Art- 
line Top Supply Faucet. 

New Low Height of 19" 

Dimensions: Length 5', Width 30", Height 19 




B-1316M DALLAS, 26" Wide 
Sizes: 4', 4H' and 5' 



4 










THE EMBASSY BATH 

Plate B-1055 Right Hand Plate B-1050 Left Hand 

Embassy Enameled Cast Iron Recess Bath with End Seat and Wide Low 
Rim Seat, B-9480 C. P. All Metal Over Rim Supply with Transfer Valve 
and Shower, B-9460 C. P. Pop-up Waste, B-9520 C. P. Curtain Rod with 
Curtain, Curtain Hooks and Hold Back Hook. 

Dimensions 

Length 663^" Height at ends 18" 

Width at Ends 30 Height of rim seat 16" 

Width over rim seat 33" Width of rim seat 6" 




PLATE B-3125, Right Hand (shown) PLATE B-3120, Left Hand 

THE JUNIOR DRESSETTE 

Very Compact — Quiet — Moderate in Price 

The Junior Dressette will add a note of distinction and quality 
to any bathroom. It was developed to meet the need for a fixture 
to fit into the modern compact bathroom. Every detail has been 
carefully worked out. No expense has been spared to make it a 
quality fixture in every respect. 

DIMENSIONS 



Approx. 

Size Shelf Basin Wt. Crated 

Senior 24x21" 4 ^" High 17^x12" 175 lbs. 

Junior 22x18" High 14x11" 160 lbs. 

Bowl — Plain Front — 24" from wall to front. 

Bowl — Elongated — 26" from wall to front. 




COMPACT FLOOR PLAN 

The diagram illustrates how the water flows from the tank 
of the lavatory through the concealed flush pipe in the wall to the 
back inlet howl. 




B-3055L MIAMI 

Sizes: 22x17"; 24x20"; 27x22"; 30x24" 

Octagonal Design Vitreous Lavatory with Chrom- 
ium Plated Art Pattern Combination Supply Fixture, 
Chromium Plated Legs and fittings complete. 



PLATE B-421 for B-305.5L 
B-422 for B-3125 
C. P. Towel Rack. Right and Left. 



B-3300A HOLLYWOOD 
Size: 27x22" 

Octagonal Design Vitreous Pedestal Lavatory with 
Paneled Top, Chromium Plated Combination Supply 
Fixture and fittings complete. 











A Page of Fine Vitreous China Lavatories 

ALL WITH NEW CONGEALED FRONT OVERFLOW 




B-3140 MARTHA WASHINGTON 
Size: 24x21' 




B-3340A DREXEL 

Sizes: 22x17 "; 24x20 "; 27x22 "; 30x24 " 
B-3640 with Center LeJi 
Octagonal Design Vitreous China Pedestal Lava- 
tory with Chromium Plated Combination Supply 
Fixture and fittings complete. 




J B-4105P LA SALLE 
Sizes: 20x13 ", 4>^"" Back; 24x13"", 5"' Back 
Vitreous China Space Saving Lavatory with Chrom- 
ium Plated Combination Supply Fixture and fittings 
complete. 



MARTHA WASHINGTON 

The Martha Washington is a Vitreous 
China Lavatory with a shelf back which 
adds extra utility value. Chromium Plated 
Fitting conveniently located on the back. 




PLATE B-420 

C. P. Towel Rack. Right and Left. 



B-3150 MARTHA WASHINGTON 
Size: 20x18 " 

B-31.% — 20x18"" on Hanger, Less Leg 






PLATE B-3157-P 
Size: 18x15'" with 3>^" high shelf 
Vitreous China Shelf Lavatory with C. P. Combina- 
tion Supply and Waste Fitting through back. 



PLATE 3065-B 

Sizes: 22x17"; 24x20"; 27x22"; 30x24"" 
MIAMI 

Octagonal Design Vitreous China Lavatory with 
C. P. legs and C. P. Unit Combination Supply Fixture 
and fittings complete. 




B-4107-P LA SALLE 
Sizes: 20x13 ", 24x13" 

Vitreous China Space Saving Lavatory with Chrom- 
ium Plated Combination Supply and Waste Fitting 
through back. 




B-4140A DELTA 
Sizes : 20x18 "; 24x20 " 

B-3790 KINGSTON with Leg 
Sizes: 20x18"; 24x20" 

Vitreous China Lavatory with 6" Back, Chromium 
Plated Combination Supply Fixture and fittings com- 
plete. 







Enameled Iron Lavatories 




B-1520-B JEFFERSON 
Sizes: 24x20 ", 27x22 ' 



New Design Enameled Cast Iron Lavatory with 
C. P. Legs and C. P. Unit Combination and Waste 
Fitting. 




B-1560B CORNELL 
Sizes: 19x17 ", 21x18 ", 6 " Back 



New Octagonal Design Wall Lavatory. 




B-1523-B JEFFERSON 
Size: 24x20 ' 



New Design Enameled Cast Iron Lavatory with 
C. P. Unit Combination Supply and Waste Fitting 
white finished steel cabinet with base. 




B-1510D JEFFERSON 
Sizes: 24x20 ", 27x22"' 

New Design Enameled Cast Iron Pedestal Lavatory. 




B-1561-B CORNELL 
Sizes: 19x17", 21x18", 6" Back 

New Octagonal Design Wall Lavatory with C. P. 
Unit Combination Supply and Waste Fitting. 




B-1550-B PRINCETON 



Size: 21x18" 

New Design Enameled Cast Iron Shelf Lavatory 
with C. P. Legs and C. P. Unit Combination Supply 
and Waste Fitting. 

Plate B-1551-B Similar to above but with heavy 
art design legs and fittings. 

Size: 24x20 " 




B-1562-B PRINCETON 
Sizes: 19x17 ", 21x18 " 



New Design Enameled Cast Iron Shelf Lavatory 
with C. P. Unit Combination Supply and Waste Fitting 




B-2640 BATTERY 

Enameled Cast Iron Laundry Trays 

8" Back, 14" Deep, 26" Wide 
Length: Single 28", Battery of Three 85" 

B-2630 Same as above except one piece with two tubs. Length : 53" 
B-2601 (not illustrated) Flat Rim Tray on Standards. Single or Battery 
Sizes: 24x20"'; 24x22"; 26x25" 







SYLENTA CLOSET 

Description 

Eljer Sylenta Quiet Acting Close 
Connected Closet, including heavy, 
full-size, syphonic. Jet Action Bowl 
with “Elvortex” whirlpool jet and 
special design Octagonal, panel 
front, shelf top Tank with high 
grade fittings. Chromium Plated 
Lever and Supply and guaranteed 
high grade White Seat and Cover 
complete. 




B-5140 DUPLEX 



B-5120 SYLENTA 




Plate B-5130 SYLENTA same as B-5120 
except with Elongated Rim. 



DUPLEX CLOSET 

Eljer Duplex Close Connected Closet in- 
cluding full size, syphonic, Jet Action Bowl 
with “Elvortex” whirlpool jet and plain 
design, shelf top Tank with good quality 
staple pattern fittings. Chromium Plated 
Lever and Supply and guaranteed White Seat 
and Cover with Chromium Plated Hinge, 
complete. 



WACO CLOSET 

Waco Syphon Action Washdown Bowl 
with extended seat shelf and Waco Special 
Design Vitreous Tank and Mahogany finished 
Seat. 



FEATURES 

Quiet Action 

Operating on the “Elvortex” prin- 
ciple the bowl is extremely quiet in action. 
The water in entering the bowl produces a 
strong whirling motion, giving a thorough, 
scouring and positive flush with a small 
amount of water. 

Compact 

This new closet combines the desirable 
features of the best, — all in a minimum of 
space. It will fit in where the usual types 
will not go. 

Appearance 

The Sylenta is very attractive in 
appearance and is designed along modern 
lines to make a harmonious ensemble with 
the new tubs and lavatories. 




B-5161 WACO 




B-5341A TEXAS 



TEXAS REVERSE TRAP 

The Texas is a quality Reverse Trap. The 
bowl is of massive design with square base to 
harmonize with the 'other fixtures in bath 
room. 




B-5426H ELGO 



The Elco is a DeLuxe Washdown Closet. 
It is massive and pleasing in appearance and 
costs only slightly more than the ordinary 
closet. 




B-5421H ANDES 

NEW ANDES WASHDOWN 



The New Andes is‘a staple Syphon Action 
Closet which invites comparison. Every point 
about it has been designed with a view to 
offering the best appearance and most value 
obtainable in a combination of this kind 




Sinks With Beauty, Convenience and Modern Style 



NEW ART LINE SINKS 

These new Eljer Artline Sinks in their sparklinj:^ beauty and clean cut lines are a joy to any housewife. They have the 8 low back so that 
they may be placed beneath a casement window. Fittings are Chromium Plated. 




B-2101 PATRICIAN 
Size: 60' x22'' 




B-2116 VASSAR, Right Hand Dralnboard 
B-2111 Left Hand Dralnboard 
Sizes: 42 ", 48 " and 52 " 




* B-2126 YONKERS, Right Hand Corner 

B-2121 Left Hand Corner 
Sizes: 42", 48" and 52" 




B-1946-C NEW QUAKER 
Sizes: Lengths 60", 72", 84" and 96". 
Width 24 ", Depth 8 ", Back 8"'. 




B-1946-DeL NEW QUAKER 
New Quaker Enameled Cast Iron Sink with DeLuxe 
White hnished steel cabinet. 

Sizes: 60x24 \ 72x24 ". Depth 8", Back 8" 




B-400 



The B-400 Chromium Plated 
Large Double Strainer with re- 
movable crumb cup is a great 
convenience. 



ACID RESISTING ENAMEL 

Regular Enamel is easily damaged by lemon juice 
and some other fruit juices or acids but Acid Resisting 
Enamel is not affected by any fruit or vegetable juices 
or acids that are ordinarily used around a sink. We 
strongly recommend acid resisting enamel for sinks. 




B-2201-DeL AVON 

Avon Artline Enameled Cast Iron Sink 
Luxe White Finished Steel Cabinet. 

Size: 60x22"". 



with De- 







B-2211 DeL NEWTON— R. H. Sink 
B-2216 DeL. NEWTON— L. H. Sink 

Newton Artline Enameled Cast Iron Sink with De- 
Luxe Steel Cabinet. Sizes: 42"" and 52"'. 




B-1941-C LUXOR 

Sizes: Lenfiths, 60", 72" and 84‘ 
Width 24", Depth 8", Back 8" 




B-2201 AVON— Sizes: 60x22 " 




B-2216 NEWTON, Right Hand Dralnboard 
B-2211 Left Hand Dralnboard 
Sizes: 42 " and 52 " 




PLATE B-2501-C PLYMOUTH 
B-2.501-C Left Hand Sink 
B-2506 C Right Hand Sink 
Enameled Cast Iron Apron Sink and Tray. Also 
made less apron for use with cabinet. 

Specify B-2511-C, L. H. Sink; B-2516-C, R. H. Sink. 
Sizes: Both Styles: 51x233^"", 42x22'" 




Luxor Enameled Cast Iron Sink with C. P. Swing 
Spout Faucet with Transfer Valve, C. P. Spray and Dis- 
appearing hose. Extra High Grade Steel Cabinet with 
best quality white finish. 

Sizes: 60x24", 72x24""', Depth 8"", Back 8" 










Modern Plumbing Supply Co., Inc. 

^^O.D j CIT Y. PA 153 Arch Street 

NEW BRITAIN, CONN. 





Jonquil Yellow No. 28 Mirror Black No. 43 Colonial Ivory No. 31 Tuscan Tan No. 34 




Pagan Red No. 10 Victoria Green No. 37 Coral Blush No. 20 Twilight Blue No. 25 



COLOR 

The wide range of beautiful colors and shades in which plunibing fixtures may now 
be had, offers to the home owner the opportunity for individual expression in the bath- 
room, as well as in the other rooms of the home. 

The trend today is very definitely toward color in the bathroom and Color, there- 
fore, should have your serious consideration when planning the bathroom as it is built 
for years of service and the cost of changing after completion is often prohibitive. 

The extra cost for color is but a small percentage of the cost of the building and 
fixtures in color are within the reach of even those building modest homes. The instal- 
lation cost is no more for colored fixtures than for the regular white. 

A FULL LINE OF PLUMBING FIXTURES 

The fixtures shown in this booklet are those more generally used in the home. A 
choice of several styles is offered in most items. 

The complete Eljer line includes fixtures for schools, public buildings, hosi)itals, 
prisons and nearly every plumbing requirement. 

ELJER CO. 

FORD CITY, PA. 

. Manufacturers of Fine Plumbing Fixtures 
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